SE6EO 


Provide graphed data (displayed as a percentage) of baseline data, plus two years of 
data, demonstrating nursing has met or exceeded a targeted goal(s) at the unit or 
division level, for improvement in professional board certification. 
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SE6EO 


Pediatric Intensive Care Unit (PICU) 
Nursing Professional Board Certification 
Targeted Goal for Improvement 


Baseline, FY 2021 Year 1, FY 2022 Year 2, FY 2023 
m PICU Certification Achieved 39.1% 60.8% 65.0% 
o, 
m PICU Targeted Goal (1% annual 39.49% 61.41% 
increase) 


“Note: Baystate Medical Center's Fiscal Year is Oct-Sep 


(Evidence SE6EO-1, PICU Unit-Level Nursing Professional Board Certification Targeted 


Goal for Improvement) 


